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CONEIDENTIAL NAIROBI 8949 

E. O. II652:GDS 
TAGS: ACOM, ASEC 

SUBJ: REPLACEMENT OF CCC VAULT DOOR NAIROBI 

REF: (A) MONROVIA 1788, (B) 76 STATE 22I0I3, (C) NAIROBI 
2891 (NOT SENT MONROVIA) 

1 . RECENT FEASIBILITY STUDY BY RTC PERSONNEL OE PROPOSAL TO 
REPLACE PRESENT MOSLER E-4 EIRE DOOR WITH APPROVED CLASS 5 
VAULT DOOR INDICATED SIGNIFICANT WALL AND WIRING CHANGES 
NECESSARY IN CRU AREA TO ACCOMMODATE NEW DOOR. THIS PRE- 
SUMABLY NOT INSURMOUNTABLE ESPECIALLY IE COMBINED WITH OTHER 
PLANNED RENOVATIONS TO CRU AREA DETAILED IN REE (C). 

2. CHILE OBSTACLE TO NEW VAULT DOOR INSTALLATION IS REPORT 
PROM RTC THAT BUILDING ARCHITECT CLAIMS BEARING WALLS WILL 
NOT SUPPORT WEIGHT OP CLASS 5 VAULT DOOR INSTALLATION. 
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